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सं० 29] 

नई दिल्ली, शनिवार , जुलाई 15, 1972 ( आषाय 24, 1894 ) 
No. 29] NEW DELHI, SATURDAY, JULY 15 , 1972 (AŞADHA 24 , 1894 ) 

इस भाग में भिन्न पष्ठ संख्या दी जाती है जिससे कि यह मनग संकलन के रूप में रखा जा सके 
( Separate paging is tven to this part in order that it may be filled as a separate compilation ) 

भाग III - 4 

PART IN - - SECTION 4 
विधिक निकायों द्वारा जारी की गई विषिष अधिसूचनाएं जिसमें विसूचनाएं, मामा, बिलापम भौर सूचनाएं सम्मिलित है 
Miscellaneous Notifications including Notifications, Orders, Advertisements and Notices 

issued by Statutory Bodies 


सोमवार , दिनांक 31 जुलाई 1972 से सोमवार, दिनांक 14 
अगस्त 1972 ( दोनों दिन सम्मिलित ) , तक बन्द रहेंगे । 

आर० के० सलवार, चेयरमैन 


स्टेट बैंक ऑफ इंडिया 

केन्द्रीय कार्यालय 

बम्बई , दिनांक 17 जून 1972 
इसके द्वारा बैंक के स्टाफ में की गई निम्नलिखित नियुक्ति 
की अधिसूचना दी जाती है : - - 

सर्वश्री आर० तिवारी और के० गोपालकृष्णन् 17 जून 1972 
से केन्द्रीय कार्यालय के स्टाफ में शाखा -निरीक्षक नियुक्त किये गये 


टी० आर० वरदाचारी, प्रबंध निदेशक 


भारतीय चार्टर प्राप्त लेखाकार संस्थान 

नई दिल्ली- 1, दिनांक 16 जून 1972 
सं० 8 सी० ए० ( 1 ) / 4/ 72 -73- ~- चार्टर प्राप्त लेखाकार 
विनियम 1964 के विनियम 10 ( 1 ) खंड ( तीन ) के अनुसारण में 
एतत द्वारा यह सूचित किया जाता है कि निम्नलिखित सदस्यों को 
आरी किये प्रैटिम्स प्रमाण-पत्र उनके नामों के आगे दी गई तिथिओं 
से रद्द कर दिये गये हैं क्योंकि वे अपने प्रटिमस प्रमाण -पत्रों को रखने 
के इच्छुक नहीं : 


क्र० सं० स० सं० 
1. 11215 


बम्बई , दिनांक 20 जून 1972 
सं० एस० मी० एस० सं० 7/ 1972 -- इसके द्वारा सर्वसाधारण 
को सूचना दी जाती है कि स्टेट बैंक आफ इंडिया ( सहायक बैंक्स ) 
ऐक्ट 1959 ( 1959 का 38वां ) की धारा 25 ( 1 ) ग के अनुसार 
स्टेट बैंक आफ इंडिया ने रिजर्व बैंक आफ इंडिया के साथ विचार 
विमर्श करने के बाद श्री विठ्ठलभाई पी० अमीन , " नीमा ", सरदार 
पटेल कालनी , सरदार पटेल स्टेडियम के पास , अहमदाबाद - 14, 
को श्री के० एच० पटेल , जो आज निदेशक -पद से सेवा- मुक्त हो 
रहे हैं , उनकी जगह पर , स्टेट बैंक आफ सौराष्ट्र के निदेशक -पद पर 
तीन वर्ष की अवधि के लिए दिनांक 20 जून 1972 से 19 जून 
1975 ( दोनों दिन सम्मिलित ) तक नामित किया है । 

पटना, 1 जुलाई 1972 
इसके द्वारा सूचना दी जाता है कि स्टेट बैंक आफ इंडिया के 
प्रिन्सिपल रजिस्टर तथा ब्रान्च रजिस्टर्स शेयर - अन्तरण के लिए 
159GI / 72 -- 1 

( 1117) 


नाम एवं पता 

तिथि 
श्री मान मल जैन , ए०सी०ए० , 20- 4- 72 
एकाउंटेन्ट (बिल सेक्सन ) 
हिन्दुस्तान स्टील लि० , 30- 6 - 72 
रांची 
श्री नरसिम्हा रामूलूपंतम , 9 - 6 - 72 

ए०सी०ए० , 
17 - 7 - 11 2, गांधी चौक , 30 - 6 - 72 
सुभाष नगर , 
वारंगल - 2 


2 . 
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सी० बालकृष्णनन् , सचिव 
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सिंचाई और विद्युत मंत्रालय 


auctos, fartei 26 77T 1972 


po ato - 523 ( 2 ) / 5 afo - -Carron afufruh , 
1966 ( 1966 41 31 ) ETT 79 34547T ( 7 ) GTT 
प्रदत्त शक्तियों का प्रयोग करते हा , भाखडा प्रबन्ध बोर्ड, केन्द्रीय 
सरकार के अनुमोदन से एतद्द्वारा उक्त बोर्ड के अध्यक्ष को और 


सचिव को , बोर्ड की ओर से किसी न्यायालय में या किसी प्राधिकारी 
के समक्षवाद अक्षल या पुनरीक्षण संस्थिति करने या उनमें प्रतिरक्षा 
करने और न्यायालय या उसके बाहर कार्यवाहियों में या तो व्यक्ति 
गत रूप से या विधि सलाहकार की मार्फत् जैसा भी उपयुक्त प्राधि 
कारियों द्वारा आवश्यक समझा जाए , माध्यस्थम या समझौते के 
लिए सहमत होने की अपनी शक्तियां प्रत्यायोजित करता है । 

स० न० अग्निहोत्री , सचिव 


AIR -INDIA 


Air- India Employees Service ( Amendment) Regulations, 

1971 


STATE BANK OF INDIA 

Bombay, the 17th June 1972 
The following appointments on the Bank s staff are 
hereby notified : 

Sarvashri R . Tiwary and K , Gopalakrishnan have 
been appointed as Branch Inspectors on the Central 
Office staff us from the 17th June 1972 . 

T , R . VARADACHARY 

Managing Director 


Bombay , the 13th June 1972 


No. GM / 72 -39 . — In exercise of the powers conferred 
by Section 45 read with sub -section ( 2 ) of Section 8 of 
the Air Corporation Act, 1953 (27 of 1953 ) , the Air 
India with the previous approval of the Central Govern 
ment, hereby makes the following Regulations further to 
amend the Air -India Employees Service Regulations, 
namely : 


... on Corporation Act, 1953 ( 27 of 100 


1 . These Regulations may be called the Air -India Em 
ployces Scrvice ( Second Amendment) Regulations, 1971. 


2 . After Regulation 35A of the Air -India Employees 
Scrvice Regulations (hereinafter referred to as the said 
Regulations ) , the following regulations shall be inserted . 
namely : 


Bombay , the 20th June 1972 
SBS No. 7 / 1972 -- It is hereby notified for general in 
formation that in pursuance of clause ( c ) of sub - section 
( 1 ) of Section 25 of the State Bank of India ( Subsidiary 
Banks ) Act, 1959 ( 38 of 1959 ) , the State Bank of India , 
in consultation with the Reserve Bank of India , hereby 
nominates Shri Vitbalbhui P . Amin , Nima , Sardar Patel 
Colony, Near Sardar Patel Stadium , Ahmedabad - 14 , as a 
Director of the State Bank of Saurashtra for a term of 
three years from the 20th June 1972 to the 19th June 
1975 ( inclusive ) in place of Shri K . H . Patel, who will 
cease to be a Director from today . 

Patna , the 1st July 1972 

NOTICE 
NOTICE is hereby given that the Principal Register 
and the Branch Registers of the State Bank of India will 
be closed for transfer of shares from Monday, the 31st 
July 1972 to Monday , the 14th August 1972 , both days 
inclusive . 

R . K . TALWAR 

Chairmun 


" 35B . Joining of Associations : 


No employee shall join or continue to be a mem 
ber of an association the objects or activities of which 
are prejudicial to the interests of the sovereignty or 
integrity of India or public order or morality . 


35C . Demonstrations : 


No employec shall engage himself or participate 
in any demonstration which is prejudicial to the 
interests of the sovereignty and integrity of India , 
the security of the state , friendly relations with 
foreign states , public order, decency or normality , 
or which involves contempt of Court, defamation or 
incitement to an offence . 


THE INSTTTUTE OF CHARTERED ACCOUNTANTS 

OF INDIA 
New Delhi the 16th June 1972 
No , 8 -CA( 1) /4 / 72 -73 - In pursuance of Clause (iii ) of Regu 
lation 10 ( 1 ) of the Chartered Accountants Rogulations, 1964, 
it is hereby notified that the Certificate of Practice issued to the 
following members shall stand cancelled for the period mentioned 
against their names , as they do not desire to hold their Certifi 
cate of Practice . 


3 . After Regulation 38 of the said Regulations , the 
following regulation shall be inserted , numely : 


" 38A . Movable, Inimovable Property : 


Si.Member 
No, ship 

No . 
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Name and Address Period during 

which the Cer 
tificate shall 

stand cancelled 
Shri Man Mal Jain , A . C . A .. 20 - 4 - 1972 to 
Accountant ( Bills Section ) 

30 - 6 - 1972 
Hindustan Steel, Ltd . , 
Ranchi. 
Shri Narasimha Ramulu 

9 -6 - 1972 to 
Pantam A . C . A ., 

30 - 6 - 1972 
17 - 7 - 112 , Gandhi Chowk , 
Subhas Nagar , 
Warangal- 2 

G . BALAKRISHNAN , 

Secretary 


The Managing Director may, at any time be gene 
ral or special order , require an employee or any class 
or category of cmployee to furnish within a specificd 
period , or at auch specified intervals , a full and 
complete statement of such movable and immovable 
property held or acquired by him or on his behalf 
by any member of his family as may be specified in 
the order . Such statement shall , if so required by 
the Managing Director , include the details of the 
mcans by which or the source from which such pro 
perty was acquired," 
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B . J. SUKTHANKAR 

Secretary 
AIR - INDIA 
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BHAKRA MANAGEMENT BOARD 


Chandigarh , the 26th June 1972 
No, B -523 ( 2 ) / 5B . - - In exercise of the power conferred 
hy sub -section ( 7 ) of Section 79 of the Punjab Re 
organisation Act , 1966 ( 31 of 1966 ) , the Bhakra Manage . 
ment Board with the approval of the Central Government, 
hereby delegates to the Chairman and to the Secretary 


of the said Board its powers to institute and defend suits, 
appeals of revisions in any court of law or before any 
authority on behalf of the Board and to agree to arbitra 
tion or compromisc in procecdings in court or outside 
either personally or through the Legal Adviser as may be 
deemed necessary by the aforesaid authorities. 

S. N . AGNIHOTRI 
Bhakra Management Board 
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